Office of Administration 

Commissioner's Office 

"Request for Preauthorization for Other Services" 


Program: Alternatives to Abortion 
Contractor: Nurses for Newborns 
Subcontractor: N/A ___ 


Please enter below the information for each item/service to be purchased. List the date of purchase, 
item to be purchased, cost for the item, and the justification. Items must be approved before 
purchased/provided to be reimbursed. 


Client Name: 



Date Enrolled: ZJ l ~j l 


Proposed 

Purchase 

Date 

Item 

Total Cost 
(include formal 
estimate from 
provider of 
services) 

Justification, include other sources 
of funding that have been 
attempted 


{?<2A 

$ 

0 

AMOUNT TO BE REIMBURSED 



Please return to Alternatives to Abortion Program Manager, State of Missouri - Office of 
Administration, Commissioner’s Office, State Capitol Building, Room, 125, Jefferson City, MO 
65101, May be faxed to 573/751-1212 or emailed to emil v.kraft&oa.mo.aov 
by the Contractor only! 

Thank you. 

Authorized person requesting purchase 
Approved for purchase: j_/f\ 

Purchase denied:_ 

Reason for denying purchase: 





























DuraJast Battery H6-0L - Read Reviews on Duraiast tfH6-OL 


4/24/17, 12;37 PM 


Home / Replacemenl Parts f Batteries, Starting And Charging t Bakeries / Battery i Duraiast Battery 



Duraiast Battery 


TefHJs WSujI Vsij Wc C uiv V«v \ r-rf:; 

I 4( H It i 


Port Number: H6-OL 
Warranty: 2 years 

(0 reviews) 
In Stork 


Not Available 




Find Out Hew 


i Be the first ol your inwnds to l*ko mts. 

FREE Shipping 
On orders S75 or CreaEer anrt 
FREE Shipping to APO. FPO. 
OPO atkfresses. See Deteis 


© 

watch rao 



Features & Benefits Reviews Vehicle Fitment 


Features & Benefits 

Duraiast Batteries are designed to deliver your vehicle's original Cold Cranking Amps and Reserve Capacity requirements. Built to withstand extreme conditions, minimize damage 
due to vibration and deliver long life, Duraiast is proven tough to provide rugged durability you can count on 


Specially designed paste to improve performance 

impact resistant polypropylene construction to reduce damage due to vibration 
Besl-m-Ctass vent caps lor safe operation 


Product Details 


Pari Number: 

Weight: 

Warranty: 

Amp-hour: 

Application: 

BCt Cold Cranking 
Ampc (CCA): 

BCl CaEd Cranking 
Amps Vutue: 

BCl Designation: 

Baiteiy Height: 

Baltery Length: 

Battery Width: 

Core Charge 
Applicable: 

Cranking Amps (CA): 

EN / DIN 
Designation: 

EN Cold Cranking 
Amps (CCA): 

Positive Terminal 
Side: 

Post Location: 


H6-DL 
35 it lbs 
2 years 
00 

Automobile 

615 

Tested to BCl Standard 

43 

ISO mm - 7 M2 in 
203 mm -11 1/3 in 
175 mm - 6 15/15 in 
Yes 

755 

HGA.N3 

0 

Right 

Top Post 


http://ww w.autozorie.corn/baiteries-starting-and-charging/battery/durafasi-battery/5164 2 3_0_Q 
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